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Huntingdon  Rural  District  Council. 


Alconbury  Hill. 

Ladies  and  Gentlemen, 

I beg  to  submit  my  Annual  Report  for  the  year  1957, 
and  as  this  is  my  last  I desire  to  give  thanks  for  your  kindness 
and  appreciation  for  34  years. 

I am, 

Your  obedient  Servant, 

].  R.  GARROOD. 
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REPORT 

ON  THE 

HUNTINGDON  RURAL  DISTRICT  FOR  1957 


STATISTICS  AND  SOCIAL  CONDITIONS 

OF  THE  AREA 

Housing 

A number  of  private  houses  have  been  built.  The  Council  is 
building  Unity  houses  as  well  as  bungalows  and  the  Traditional 
type  and  flats.  Hot  water  supplies  are  being  introduced.  At 
Conington  are  a number  of  Poles  still  living  in  Nissen  Huts  which 
have  reached  the  end  of  their  useful  life  and  are  not  worth  repair. 
The  situation  is  being  dealt  with. 

The  number  of  caravans  has  much  increased,  largely  by  the 
demands  of  Service  personnel.  The  Council’s  policy  is  to  concen- 
trate as  much  as  possible,  thus  avoiding  scattering  caravans  all  over 
the  district  with  unsatisfactory  sanitary  arrangements. 

IVenty-five  demolition  orders  have  been  made. 

Water  Supplies 

The  whole  area  is  now  supplied. 

Grouping  of  undertakings  and  a River  intake  scheme  are  being 
considered. 

Sewerage 

There  has  been  a recurring  nuisance  of  oil  at  the  Alconbury 
sewage  works,  evidently  from  the  American  base.  It  has  been 
removed  from  the  sedimentation  tanks  from  time  to  time.  If  it  gets 
on  the  surface  of  the  filters  the  media  will  have  to  be  replaced. 

In  the  smaller  plants  the  flow  of  sewage  is  sometimes  so  slight 
that  the  jet  holes  in  the  sprinkler  arms  become  blocked.  Since  there 
are  no  jets  the  arms  do  not  revolve  and  the  sewage  all  runs  out 
at  the  centre  and  the  filtration  plant  does  not  function. 

A complaint  having  been  received  of  alum  entering  the  River 
Ouse  from  the  wash  water  of  the  filters  at  the  waterworks,  steps 
were  taken  to  prevent  this  and  investigations  are  being  made  as  to 
how  much  alum  is  required  in  the  filtering. 

At  Alconbury  and  Brampton  conversions  to  W.C.’s  and  con- 
nections to  the  new  sewers  have  been  made.  The  Sawtry  scheme 
is  completed. 

Food 

Catering  establishments  are  inspected  and  the  principles  of 
clean  food  explained. 

Slaughter  Houses  are  inspected.  A scheme  of  moderate  con- 
centration is  proposed. 
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Infectious  Diseases 

The  most  frequent  were  Measles  and  Pneumonia.  There  were 
2 cases  of  Poliomyelitis. 

Care  and  Attention 

One  case  was  removed  and  several  were  reported  to  me  and 
visited.  Voluntary  action  was  induced  but  no  other  action  taken. 

Estimated  Home  Population  ...  ...  ...  ...  12,510 

Live  Births 

Total — Male,  146;  Female,  144. 

Legitimate — Male,  141;  Female,  140. 

Illegitimate — Male,  5;  Female,  4. 

Birth  Rate  per  1,000  Total  population,  17.  England  and 
Wales,  16.4. 

Corrected  Birth  Rate  22.7. 

Still  Births 

Total — Male,  0;  Female,  4. 

Legitimate — Male,  0;  Female,  4. 

Illegitimate — Male,  0;  Female,  0. 

Rate  per  1,000  total  births,  13.6.  England  and  Wales,  22.4. 

Deaths 

All  causes — Male,  48;  Female,  29;  Total,  77. 

Death  rate  per  1,000  population,  6.4.  England  and  Wales,  10.8. 
Corrected  Death  Rate,  8.5. 

Death  rate  from  Puerperal  causes,  0. 

Deaths  of  Infants  under  one  year  of  age — 

Total — Male,  2;  Female,  1. 

Legitimate— Male,  1;  Female,  1. 

Illegitimate — Male,  1;  Female,  0. 

Death  rate  of  Infants  under  one  year  of  age — 

All  Infants  per  1,000  live  births  ...  ...  ...  10.3 

This  compares  with  England  and  Wales  ...  4 

Legitimate  Infants  per  1,000  legitimate  live  births  7.1 

Illegitimate  Infants  per  1,000  illegitimate  live  births  1.11 

Deaths  of  Infants  under  4 weeks  of  age — 

M.  F. 

Total  ...  ...  ...  ...  ...  ...  ...  1 0 

Legitimate  ...  ...  ...  ...  ...  0 0 

Illegitimate  ...  ...  ...  ...  ...  1 0 
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Causes  of  Death — 

M.  F. 

Malignant  neoplasm,  stomach  ...  ...  ...  1 3 

Malignant  neoplasm,  lung,  bronchus  ...  ...  5 0 

Malignant  neoplasm,  breast  ...  ...  ...  0 1 

Other  malignant  and  lymphatic  neoplasms  ...  4 1 

Vascular  lesions  of  nervous  system  ...  ...  6 5 

Coronary  disease,  angina  ...  ...  ...  ...  6 4 

Hypertension  with  heart  disease  ...  ...  ...  1 1 

Other  heart  disease  ...  ...  ...  ...  4 3 

Other  circulator^'^  disease  ...  ...  ...  ...  3 3 

Influenza  ...  ...  ...  ...  ...  ...  1 2 

Pneumonia  ...  ...  ...  ...  ...  ...  1 0 

Ulcer  of  stomach  and  duodenum  ...  ...  ...  1 0 

Nephritis  and  nephrosis  ...  ...  ...  ...  1 2 

Hyperplasia  of  prostate  ...  ...  ...  ...  1 0 

Congenital  malformations  ...  ...  ...  0 1 

Other  defined  and  ill-defined  diseases  ...  ...  4 1 

Motor  vehicle  accidents  ...  ...  ...  ...  4 1 

All  other  accidents  ...  ...  ...  ...  5 1 

All  causes  ...  ...  ...  ...  ...  ...  48  29 


PUBLIC  HEALTH  INSPECTOR’S  REPORT 

In  assessing  the  number  of  houses,  those  erected  by  Air 
Ministry  have  not  been  included.  The  figures  given  for  the  number 
of  houses,  the  number  of  water  closets  and  the  number  of  dust  bins 
emptied  do  not  therefore  include  Air  Ministry  properties. 

SEWERS 

Developments. 

(a)  Prior  to  this  year  . . . Main  sewerage  for  Alconbury  and 

Alconbury  Weston  and  Brampton. 


(b)  During  this  year  ...  Sawtry  completed. 

CLOSETS. 

No.  of  houses  at  the  end  of  the  year  with  W.C.’s  ...  ...  1,797 

No.  of  houses  at  the  end  of  the  year  with  pail  closets  ...  1,019 

No.  of  W.C.’s  constructed  during  year  for  new  houses  ...  59 

No.  of  W.C.’s  newly  constructed  for  old  property  ...  ...  86 

No.  of  dustbins  substituted  for  ashpits  ...  ...  ...  — 

SCAVENGING. 

No.  of  houses  in  district  ...  ...  ...  ...  ...  2,816 

No.  of  houses  with  dustbins  ...  ...  ...  ...  ...  1,738 

No.  of  Notices  sent  requiring  provision  of  bins  ...  ...  — 

No.  of  new  bins  provided  ...  ...  ...  ...  ...  87 

Details  of  Collection. 

Frequency — Night  soil  ...  ...  ...  ...  Weekly 

Dry  refuse  . . . Part  weekly  - part  fortnightly 

Transport  and  No.  of  men  ...  ...  ...  2 vehicles,  6 men 

Whole  area  is  covered. 
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Particulars  of  service(s) — 

Unburnable  refuse  collection  and  night  soil  collection. 

Details  of  disposal  arrangements- — - 

Controlled  tipping.  Night  soil  to  prepared  pits  at  Alconbury 


and  to  land. 

Development  required — 

None. 

Complaints  received  re  non-removal  ...  ...  ...  43 

No.  of  bins  emptied  ...  ...  ...  ...  ...  1,738 

No.  of  pail  closets  emptied  ...  ...  ...  ...  ...  1,019 

DRAINS. 

New  drains  tested  ...  ...  ...  ...  ...  ...  145 

E.xisting  drains  inspected  ...  ...  ...  ...  ...  132 

Existing  drains  repaired  or  reconstructed  ...  ...  ...  73 

DISPOSAL  WORKS. 

Existing  ...  ...  ...  ...  ...  ...  ...  6 

Provided  during  the  year  ...  ...  ...  ...  ...  1 

CESSPOOLS. 

No.  of  new  cesspools  provided  ...  ...  ...  ...  22 

No.  of  cesspools  abolished  ...  ...  ...  ...  ...  27 

SHOPS  AND  OFFICES. 

No.  of  shops  inspected  ...  ...  ...  ...  ...  46 

Total  number  of  visits  ...  ...  ...  ...  ...  87 

CAMPING  SITES. 

No.  of  Licences  in  force  ...  ...  ...  ...  ...  4 

Estimated  maximum  number  of  campers  resident  in  area  at 

any  one  time  during  summer  ...  ...  ...  ...  73 

No.  of  inspections  ...  ...  ...  ...  ...  ...  33 

No.  of  nuisances  discovered  ...  ...  ...  ...  11 

No.  of  nuisances  remedied  ...  ...  ...  ...  ...  10 

DISINFESTATION. 

(a)  Bed  Bugs. 

No.  of  houses  infested — 

(a)  Council  ...  ...  ...  ...  ...  ...  0 

(b)  Private  ...  ...  ...  ...  ...  ...  0 

No.  of  houses  disinfested — 

(a)  Council  ...  ...  ...  ...  ...  ...  0 

(b)  Private  ...  ...  ...  ...  ...  ...  0 


Precautionary  measures  taken  to  ensure  tenants  belongings 
are  free  from  vermin  before  removal  to  Council  Houses : 
Inspection  only. 

(6)  Rats  and  Mice. 

No.  of  houses  inspected  ...  ...  ...  ...  ...  469 

No.  of  houses  treated  and  cleared  ...  ...  ...  ...  192 

PREVENTION  OF  DAMAGE  BY  PESTS  ACT,  1949 


Total  No. 

Total  No. 

Total  No. 

No.  of  mice 
infestations 

found 

No.  of 

No.  of 

of 

of  major  rat 

of  minor  rat 

infested 

notices 

properties 

infestations 

infestations 

properties 

serv'ed  under 

inspected 

found 

found 

treated 

section  4 

1,011 

3 

399 

2 

327 

Nil 
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Test  Baiting  of  sewers  in  Alconbury,  Alconbury  Weston  and  Brampton 
has  been  carried  out.  1 1 sewer  ditches  have  been  inspected  and  treated 
and  all  the  Council’s  refuse  tips. 

DISINFECTION 

Cases  of  Infectious  Disease  reported  ...  ...  ...  232 

No.  of  inspections  ...  ...  ...  ...  ...  ...  6 

Rooms  disinfected — 

(a)  Tuberculosis  ...  ...  ...  ...  ...  1 

(b)  Others  ...  ...  ...  ...  ...  ...  - 

PUBLIC  HEALTH  HYGIENE  REGULATIONS,  1955. 

Inspections  have  been  carried  out  and  discussions  have  taken  place  with 
owners  and  occupiers  of  shops  and  the  Surveyor  of  the  East  Anglian 
Breweries  on  improvements  to  be  made  in  Public  Houses  in  the  area. 


FACTORIES  AND  WORKSHOPS. 

Bakehouses. 

No.  registered 
No.  of  inspections 
General  conditions 
NUISANCES. 

Abated  as  a result  of  informal  action 
Abated  as  a result  of  Statutory  action 
Analysis. 


Premises 

Accumulation  of  Refuse 
Foul  ditches,  etc. 

Drains 

Disinfestation 
Keeping  of  Animals 

MEAT  AND  OTHER  FOODS. 

No.  of  Slaughter  Houses  on  register 
No.  of  inspections  re  condition 
No.  of  visits  for  the  inspection  of  meat  to— 
Slaughter  Houses 
Shops 

Stalls  

Vehicles 

No.  of  food  premises  registered 


5 

16 

Fair 


148 

0 


No.  of 


No. 

Inspections 

103 

251 

7 

16 

11 

25 

23 

71 

2 

4 

2 

5 

4 

16 

318 

19 

21 

33 


SHOPS  AND  OFFICES 

General  Stores  Cafes  Butchers  Public  Houses  Bakehouses 
45  7 5 28  5 

FOOD  PREMISES  REGIiSTERED  UNDER  SEC.  16 
FOOD  AND  DRUGS  ACT,  1955. 

Sale  of  ice  cream 
Manufacture  of  sausage,  etc 
No.  of  inspections 

No  ice  cream  is  manufactured  in  the  area. 


24 

5 

42 


DAIRIES  REGISTERED  UNDER  MILK  AND  DAIRIES 


REGS.,  1949  - 1954  6 

No.  of  in.spections  ...  ...  ...  ...  ...  ...  21 

MILK  SUPPLIES  — SUPPLEMENTARY  LICENGES. 

Number  of  Licences  issued  ...  ...  ...  ...  18 

Number  of  inspections  carried  out  ...  ...  ...  30 

Tuberculin  Tested  Pasteurised  Sterilised 
4 7 7 
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OARCASES  AND  OFFAL  INSPECTED  AND  CONDEMNED  IN 

WHOLE  OR  IN  PART 

Cattle  Slieep 

Excluding  and 


Cows 

Cows 

Calves 

Lambs 

Pigs 

Horses 

Number  killed 

115 

129 

10 

848 

686 

0 

Number  inspected 

All  diseases  except  Tuber- 

103 

117 

10 

791 

656 

0 

culosis  and  Cysticeri 
Whole  carcases  condemned 
Carcases  of  which  some 

0 

0 

0 

1 

3 

0 

part  or  organ  was 
condemned 

5 

8 

0 

0 

1 

0 

Percentage  of  the  number 

inspected  affected  with 
disease  other  than  tuber- 
culosis and  cysticeri 

4.75 

6.83 

0 

0.12 

0.58 

0 

Tuberculosis  only — 

Whole  carcases  condemned 
Carcases  of  which  some 

0 

2 

1 

0 

0 

0 

part  or  organ  was  con- 
demned 

0 

1 

0 

0 

6 

0 

Percentage  of  the  number 

inspected  affected  with 
tuberculosis 

0 

2.56 

10.00 

0 

0.87 

0 

C ystericercosis 

Carcases  of  which  some 

part  or  organ  was  con- 
demned 

0 

0 

0 

0 

0 

0 

Carcases  submitted  to  treat- 

ment by  refrigeration  . . . 
Generalised  and  totally 

0 

0 

0 

- 0 

0 

0 

condemned 

0 

0 

0 

0 

0 

0 

FOOD  POISONING  OUTBREAKS 

Total  number  of  outbreaks  ...  ...  ...  ...  ...  Nil 

Number  of  cases  ...  ...  ...  ...  ...  ...  Nil 

Number  of  deaths  ...  ...  ...  ...  ...  ...  Nil 

Organisms  or  other  agents  responsible  with 

number  of  outbreaks  of  each  ...  ...  ...  ...  Nil 

Foods  involved  with  number  of  outbreaks  of  each  ...  Nil 

FACTORIES  ACTS,  1937  & 1948 

No.  on  Register  ...  ...  ...  ...  ...  ...  23 

Inspections  ...  ...  ...  ...  ...  ...  ...  48 

Written  notices  ...  ...  ...  ...  ...  ...  Nil 

Insufficient  Sanitary  Conveniences 

Found  ...  ...  ...  ...  ...  ...  ...  5 

Remedied  ...  ...  ...  ...  ...  ...  ...  5 


HOUSING  STATISTICS 

1.  Inspection  of  Dwelling-houses  during  the  year  : — 

(1)  (a)  Total  number  of  dwelling-houses  inspected  for 
housing  defects  (under  Public  Health  or 
Housing  Acts)  ...  ...  ...  ...  ...  372 

(b)  Number  of  inspections  made  for  the  purpose  . . . 498 
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(2)  Total  number  of  dwelling-houses  found  to  be  in  a 

state  so  dangerous  or  injurious  to  health  as  to 
be  unfit  for  human  habitation  ...  ...  23 

(3)  Number  of  dwelling-houses  (exclusive  of  those 

referred  to  under  the  preceding  sub-head) 
found  not  to  be  in  all  respects  reasonably  fit 
for  human  habitation  ...  ...  ...  ...  96 

2.  Remedy  of  Dejects  during  the  year  without  Service  of 
Formal  Notices  : — 

(a)  Number  of  defective  dwelling-houses  rendered  fit 
in  consequence  of  informal  action  by  the  Local 
Authority  or  their  officers  excluding  those  dealt 

with  by  Improvement  Grants  ...  ...  ...  71 

(b)  Number  of  dwelling-houses  rendered  fit  with  the 

assistance  of  Improvement  Grants  ...  ...  36 

3.  Action  under  Statutory  Powers  during  the  year  : — 

(A)  — Proceedings  under  Sections  9,  10  and  16  of  the 

Housing  Acq  1936  : — 

(1)  Number  of  dwelling-houses  in  respect  of  which 

notices  were  served  requiring  repairs  ...  ...  Nil 

(2)  Number  of  dwelling-houses  which  were  ren- 
dered fit  after  service  of  formal  notices  : — 

[a)  By  owners  ...  ...  ...  ...  Nil 

(b)  By  Local  Authority  in  default  of  owners  Nil 

(B)  — Proceedings  under  Public  Health  Acts  : — 

(1)  Number  of  dwelling-houses  in  respect  of  which 

notices  were  served  requiring  defects  to  be 
remedied  ...  ...  ...  ...  ...  12 

(2)  Number  of  dwelling-houses  in  which  defects 
were  remedied  after  service  of  formal  notices  : 

(a)  By  owners  ...  ...  ...  ...  ...  8 

(h)  By  Local  Authority  in  default  of  owners  Nil 

(C)  — Proceedings  under  Sections  11  and  13  of  the 

Housing  Act,  1936  and  Sections  10  (1)  and  11  (2) 

Local  Government  (Miscellaneous  Provisions)  Act, 

1953  : — 

(1)  Number  of  dwelling-houses  in  respect  of  which 

Demolition  Orders  were  made  ...  ...  10 

(2)  Number  of  dwelling-houses  demolished  in 

pursuance  of  Demolition  Orders  ...  ...  8 

(3)  Number  of  houses  closed  during  the  year  ...  Nil 

(4)  Number  of  families  displaced  during  the  year  4 
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(D)  — Proceedings  under  Section  12  of  the  Housing  Act, 

1936  : — 

(1)  Number  of  separate  tenements  or  underground 

rooms  in  respect  of  which  Closing  Orders  were 
made  ...  ...  ...  ...  ...  ...  Nil 

(2)  Number  of  separate  tenements  or  underground 

rooms  in  respect  of  which  Closing  Orders  were 
determined  the  tenement  or  room  having  been 
rendered  fit  ...  ...  ...  ...  ...  Nil 

(E)  — Proceedings  under  Part  III  of  the  Housing  Act, 

1936,  and  Housing  Repairs  and  Rents  Act,  1954 

CLEARANCE  AREAS:— 

(1)  Number  of  Clearance  Areas  declared  during 

the  year  ...  ...  ...  ...  ...  Nil 

(2)  Total  number  of  houses  included  in  (1)  above  Nil 

(3)  Number  of  houses  included  by  reason  of  unfit- 
ness for  human  habitation  ...  ...  ...  Nil 

(4)  Number  of  houses  included  by  reason  of  bad 

arrangement,  etc.  ...  ...  ...  ...  Nil 

(5)  Number  of  families  displaced  during  the  year  Nil 

(6)  Number  of  houses  demolished  during  the  year  Nil 

4.  Housing  Act,  1936  — Part  IV.  Overcrowding. 

(a)  (i)  Number  of  dwellings  overcrowded  at  the  end 

of  the  year  ...  ...  ...  ...  ...  11 

(ii)  Number  of  families  therein  ...  ...  ...  11 

(iii)  Number  of  persons  dwelling  therein  ...  ...  57 

(b)  Number  of  new  cases  of  overcrowding  reported 

during  the  year  ...  ...  ...  ...  1 

(c)  (i)  Number  of  cases  of  overcrowding  relieved 

during  the  year  ...  ...  ...  ...  ...  2 

(ii)  Number  of  persons  concerned  in  such  cases  ...  25 

(d)  Particulars  of  any  cases  in  which  dwelling-houses 

have  again  become  overcrowded  after  the  Local 
Authority  have  taken  steps  for  the  abatement  of 
overcrowding  ...  ...  ...  ...  ...  Nil 

(e)  Any  other  particulars  with  respect  to  overcrowding 

conditions  upon  which  the  Medical  Officer  of 
Health  may  consider  it  desirable  to  report  ...  ...  Nil 

During  the  year  20  of  the  temporary  hutments  previously  con- 
verted for  living  accommodation  have  been  deleted,  leaving  6 in 
occupation. 
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NEW  HOUSES  COMPLETED  DURING  1957 


Village 

New  Houses 
By 

New  Bungalows 
By 

Total 

L.A. 

P.E. 

L.A. 

P.E. 

Alconbury 

8 

— 

■ — 

— 

8 

Brampton 

- — 

14 

4 

6 

24 

Bythorn 

— 

1 

— 

— 

1 

Conington 

12 

— 

4 

— 

16 

Great  Stukeley  ... 

- — • 

— 

— 

1 

1 

Little  Stukeley  ... 

- — 

— 

4 

2 

6 

Sawtry 

— 

1 

— 

1 

2 

LTpwood 

■ — 

— 

— 

1 

1 

20 

16 

1 

12 

11 

59 

WATER  SUPPLY 
Main  Piped  Supplies 


Source  of  Supply 
A.  Houghton  Wells  ... 


B.  Brampton  (Huntingdon  Borough 

Council)  . . . 

C.  Oundle  and  Thrapston  R.D.C.  ... 


Parishes  Supplied 

Abbots  Ripton,  Alconbury,  Alcon- 
bury  Weston,  Buckworth  (Part), 
Coppingford,  King’s  Ripton,  The 
Stukeleys,  Upton,  Upwood,  The 
Raveleys,  Sawtry,  Woodwalton, 
Conington. 

Brampton,  Ellington,  Easton, 
Spaldwick. 

Great  Gidding,  Little  Gidding, 
Steeple  Gidding,  Winwick,  Hamer- 
ton,  Barham,  Brington,  Moles- 
worth,  Buckworth,  Bythorn,  Key- 
ston,  Leighton,  Old  Weston. 


Rainfall 


1952 

1953 

1954 


23.09  inches 
16.99  inches 
27.19  inches 


1955  17.28  inches 

1956  24.07  inches 

1957  21.39  inches 
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Bacteriological  Examinations  on  RAW  Water 


T otal  No.  of 

No. 

No. 

Source 

Samples 

Satisfactory 

Unsatisfactory 

A. 

8 

8 

0 

B. 

0 

0 

0 

C. 

0 

0 

0 

Bacteriological  Examinations 

i on  TREATED  Water 

T otal  No.  of 

No. 

No. 

Source 

Samples 

Satisfactory 

U nsatisfactory 

A. 

24 

24 

0 

B. 

21 

20 

1* 

C. 

14 

14 

0 

* A repeat  sample  proved  satisfactory. 

I recommend  that  water  softening  arrangements  be  made  as  soon  as 
possible.  The  total  hardness  is  now  34.8  degrees. 


( EKTIFIC  ATE  OF  ANALYSES 

Public  Analyst's  Laboratory^ 
Tenison  Road, 

Cambridge. 

Sample  of  Water  labelled  “ Raw  Water  Pumping  Station  No.  1 
Houghton,”  received  on  the  30th  October,  1957,  from  Mr.  B.  R.  Dixon, 
Huntingdon  Rural  District  Council. 

Physical  Examination 

Slight  deposit,  odourless  and  colourless  (Hazen  5.0) 

General  Chemical  Examination 
Reaction 


Free  Carbon  Dioxide  as  002 
Ammoniacal  Nitrogen  as  N ... 

Albuminoid  Nitrogen  as  N 
Nitrous  Nitrogen 
Nitric  Nitrogen  as  N 
Hardness  as  CaC03  (Clark) 
Temporary 
Permanent 

Permanganate  Figure  (3  hours  37^0) 
Alkalinity  as  CaC03 
Total  Solids  ... 

Poisonous  Metals 


Mineral  Analysis 

Calcium  as  Ca  ...  ...  ...  ...  ...  ...  14.6 

Magnesium  as  Mg  ...  ...  ...  ...  ...  ...  0.96 

Carbonate  as  C03  ...  ...  ...  ...  ...  ...  18.0 

Chloride  as  Cl  ...  ...  ...  ...  ...  ...  15.5 

Sulprate  as  S04  ...  ...  ...  ...  ...  ...  5.0 

Nitrate  as  N03  ...  ...  ...  ...  ...  ...  1.09 

Iron  as  Fe  ...  ...  ...  ...  ...  ...  ...  absent 

Sodium  as  Na  ...  ...  ...  ...  ...  ...  23.3 

Fluoride  as  F ...  ...  ...  ...  ...  ...  0.17 


Microscopical  examination  of  deposit 
Mainly  mineral  matter. 


pH  7.1 
Parts  ter 
100,000 
2.85 
0.0007 
0.0154 
faint  trace 
0.25 

15.7 

19.1 

0.1270 

29.70 

74.0 

absent 
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Bacteriological  examination 

Coliform  organisms  absent  in  100  mis. 

Number  of  microorganisms  per  ml.  developing  at  37^0.  = nil. 
Number  of  microorganisms  per  ml.  developing  at  21®C.  = 14. 


REMARKS 

The  results  obtained  on  the  analysis  of  this  sample  indicate  a hard 
water  slightly  contaminated  with  organic  matter  though  containing  com- 
paratively few  bacteria. 

I am  of  opinion  that  this  water,  as  evidenced  by  the  sample,  is  fit  for 
drinking  purposes. 

The  fluoride  content  of  the  sample  was  estimated  by  the  distilation 
method  as  recommended  by  the  Government  Chemist. 

(Sgd.)  S.  GREENBURGH, 

Public  Analyst. 

19th  November,  1957. 

CERTIFICATE  OF  ANALYSIS 

Public  Analyses  Laboratory, 
Tenison  Road, 

Cambridge. 

Sample  of  Water  labelled  “ Raw  Water  Pumping  Station  No.  2 
Houghton,”  received  on  the  30th  October,  1957,  from  Mr.  B.  R.  Dixon, 
Huntingdon  Rural  District  Council. 

Physical  Examination 

Slight  deposit,  odourless  and  colourless  (Hazen  5.0) 


Gene->^al  Chemical  Examination 

Reaction  ...  ...  ...  ...  ...  ...  ...  pH  7.2 

Parts  per 
1000,000 

Free  Carbon  Dioxide  as  002  ...  ...  ...  ...  2.35 

Amrnoniacal  Nitrogen  as  N ...  ...  ...  ...  0.0093 

Albuminoid  Nitrogen  as  N ...  ...  ...  ...  0.0136 

Nitrous  Nitrogen  ...  ...  ...  ...  ...  ...  faint  trace 

Nitric  Nitrogen  as  N ...  ...  ...  ...  ...  0.20 

Hardness  as  iCaC03  (Clark) 

Temporary  ...  ...  ...  ...  ...  ...  17.9 

Permanent  ...  ...  ...  ...  ...  ...  16.8 

Permanganate  Figure  (3  hours  37oC)  ...  ...  ...  0.1265 

Alkalinity  as  CaC03  ...  ...  ...  ...  ...  31.2 

Total  Solids 74.7 

Poisonous  Metals  ...  ...  ...  ...  ...  ...  absent 

Mineral  Analysis 

Calcium  as  Ca  ...  ...  ...  ...  ...  ...  14.5 

Magnesium  as  Mg  ...  ...  ...  ...  ...  ...  0.86 

Carbonate  as  C03  ...  ...  ...  ...  ...  ...  18.0 

Chloride  as  Cl  ...  ...  ...  ...  ...  ...  5.1 

Sulphate  as  SO  ...  ...  ...  ...  ...  ...  15.1 

Nitrate  as  N03  ...  ...  ...  ...  ...  ...  0.88 

Iron  as  Fe  ...  ...  ...  ...  ...  ...  ...  absent 

Sodium  as  Na  ...  ...  ...  ...  ...  ...  26.8 

Fluoride  as  F ...  ...  ...  ...  ...  ...  0.15 


Microscopical  examination  of  deposit 
Mainly  mineral  matter. 
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Bacteriological  examinatio?i 

Coliform  organisms  absent  in  100  mis. 

Number  of  microorganisms  per  ml.  developing  at  37oC.  = 22. 

Number  of  microorganisms  per  ml.  developing  at  21OiC.=  120. 

REMARKS 

The  results  obtained  on  the  analysis  of  this  sample  indicate  a hard 
water  slightly  contaminated  with  organic  matter  and  with  microorganisms 
capable  of  development  at  blood  heat  and  at  the  temperature  of  the  “ cool  ” 
incubator.  Coliform  organisms,  however,  could  not  be  detected  in  100  mis. 
of  the  sample. 

I am  of  opinion  that  this  water,  as  evidenced  by  the  sample,  is  fit  for 
drinking  purposes. 

The  fluoride  content  of  the  sample  was  estimated  by  the  distilation 
method  as  recommended  by  the  Government  Chemist. 

(Sgd.)  S.  GREENBURGH, 

Public  Analyst. 

19th  November,  1957. 

HUNTINGDON  RURAL  DISTRICT  COUNCIL 
REGIONAL  WATER  SCHEME 


Quantities  of  Water  Pumped  During  1957 

Gallons 


T otal 

Average  Daily 

January 

16,203,000 

522,677 

February 

14,493,000 

517,607 

March 

16,250,000 

524,193 

April 

15,297,000 

509,900 

May 

16,837,000 

543,129 

June 

16,960,000 

565,333 

July 

17,931,000 

578,419 

August 

18,359,000 

592,222 

September 

17,728,000 

590,933 

October 

18,193,000 

586,871 

November 

17,674,000 

589,133 

December 

18,452,000 

595,226 

Total  pumped  during  year  ...  204,377,000 

Gallons 

(a)  Total 

quantity  pumped  from  Houghton 

...204,377,000 

(b)  Average  daily  consumption  ... 

559,937 

(c)  Bulk  supplies  to  Air  Ministry  establishments 

...  133,821,000 

(d)  Bulk 

supply  to  St.  Ives  R.D.C. 

17,507,000 

(e)  Metered  supplies  to  district  excluding  (c)  and  (d) 

23,254,000 

(f)  Balance  supplied  to  district 

29,795,000 

(g)  Average  daily  consumption  in  district  excluding 

(c), 

(d)  and  (e) 

81,630 

(h)  Average  daily  consumption  per  head  of  estimated 

population  supplied 

20.55 
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Consumption  at  Air  Ministry  Establishments,  1957 


March 

June 

September 

December 

T otal 

WYTON  - 

9,833,000 

10,149,000 

10,588,000 

10,599,000 

41,169,000 

UP  WOOD— 

9,151,000 

9,546,000 

9,742,000 

10,034,000 

38,473,000 

ALCONBURY— 

9,742,000 

11,730,000 

15,880,000 

16,827,000 

54,179,000 

28,726,000 

31,425,000 

36,210,000 

37,460,000 

133,821,000 

(a) 

(b) 

(c) 

(d) 

(ej 

(f) 

(g) 

(h) 


The  Giddings,  Winwick  and  Hamerton  Water  Supply 


SUPPLIED  BY  OUNDLE  AND  THRAPSTON  R.D.C. 


Total  quantity  supplied 

Average  daily  consumption  ... 

Metered  supplies  in  The  Giddings,  Winwick,  excluding  (d) 

Private  supply  in  bulk  to  Plamerton 

Consumption  in  The  Giddings  and  Winwick  excluding 
(c)  and  (d) 

Average  daily  consumption  in  The  Giddings  and  Winwick 
e.xcluding  (c)  and  (d) 

Average  daily  consumption  per  head  of  estimated  popula- 
tion supplied  in  The  Giddings  and  Winwick  ... 

Average  daily  consumption  per  head  of  estimated  popula 
tion  supplied  in  Hamerton  (including  all  agricultural 
consumption) 


Gallons 

7.904.000 
21,657 

2.579.000 

3.445.000 

1.880.000 
5,425 
13.52 


84.19 


Brampton  Water  Scheme,  1957 

BULK  SUPPLY  FROM  BRAMPTON  MILL  SOURCE 


Gallons 

(a)  Total  quantity  supplied  ...  ...  ...  ...  ...  56,983,000 

(b)  Average  daily  consumption  ...  ...  ...  ...  156,118 

(c)  Metered  supplies  to  Air  Ministry  establishments  ...  ...  37,506,000 

(d)  Metered  supplies  to  district  excluding  (c)  ...  ...  ...  4,108,000 

(e)  Consumption  in  district  other  than  metered  supplies  ...  15,369,000 

(f)  Average  daily  consumption  in  district  excluding  (c)  and  (d)  42,107 

(g)  Average  daily  consumption  per  head  of  estimated  popula- 

tion supplied  ...  ...  ...  ...  ...  ...  20.17 


Molesworth  Water  Scheme 


(a) 

(b) 

(c) 

(d) 

(e) 

(f) 


Gallons 


Total  quantity  supplied 
Average  daily  consumption  ... 

Metered  supplies  to  district 
Balance  to  district 

Average  daily  consumption  to  district  excluding  (c) 

Average  daily  consumption  of  estimated  population  supplied 


10,541,000 

28,794 

5.006.000 

5.535.000 
15,164 

17.9 


HUINTINGDON  RURAL  DISTRICT  COUNCIL.  Annual  Report,  1957  — Regional  Water  Seheme. 
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THE  GIDDINGS  AND  WINWICK  SCHEME 
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CO  CO 
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No.  of 
other 
premises 
supplied 

00  i-H  CO 

CM 

T"H 

No.  of 
Farm 
supplies 

CO  DJ  LD 

CM  ^ r-H 

56 

No.  of 
houses 
supplied 

1-H  lO  1 

^ CO  Tf 

T.H 

f'- 

00 

r—C 

No.  of 
houses 

^ C4 

CM  'f 

210 
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Census 
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141 
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MOLESWORTH  WATER  SCHEME 
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PREVALENCE  AND  CONTROL  OVER 


INFECTIOUS  DISEASES 


Pneumonia 

Whooping  Gough 

Measles 

Chicken  Pox 

Infectious  Hepatitia 

Poliomyelitis 

Erysipelas 


Cases 

Deaths 

Cases  admitted 
T 0 Hospital 

20 

0 

1 

4 

0 

0 

198 

0 

0 

1 

0 

0 

1 

0 

0 

2 

0 

1 

1 

0 

0 

227 

0 

2 

Tuberculosis 

The  following  are  the  particulars  of  the  new  cases  of 
Tuberculosis  and  deaths  from  the  disease  in  the  area  in  1957. 


Pulmonary 

Non- 

Pulmonary 

M 

F 

M 

F 

New  Cases  ... 

2 

3 

0 

0 

Deaths 

0 

0 

0 

0 

